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2 Yovember 1956 


to + Chief, TSS 


ROW 4 BAPC/DCT 


apy 4 Request for use of TTS facilities end instrumente- 
tion 


1. In conection with certain special projects under 
the direction of the GATC/DCI, there igs a need for the loan 
of certain electronic test facilities and instrumentation. 
tt id@ understood that such facilities and inatrumentation sre 
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Noverber 1956, | 
degienated as the persons resconsible for porfo: 
and measurements required. , 
3. Your consideration ia requested. 
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